1. KARK 
Beach Garden Hotel 


Room count: 95 
Address : Marconi, Fatuhada, Dom Aleixo,.Dili 
Geolocation: 125.5547833442688,-8.547474912650651 


2. wk & 
Hotel Timor 


Room count: 88 
Address : Rua Martires da Patria,PO Box 470Dili 
Geolocation: 125.57334423065186,-8.554477231454227 


Generated from : https://spravka-region.ru 


